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PART 1] 


HARYANA GOVT GAZ ., SEPT. 21, 1971 ( BHDR . 30, 1893 SAKA ) 


1147 


The 14th September, 1971 
No.5548 /Projects .-- Whereas it appears to the Governor of Haryana that land is likely to be needed to be 
taken by the Government, at public expense , for a public purpose, namely , for constructing Sewani Feeder from 
R.D. 296300 to R.D.296800 , Colony for Maintenance Staff of Pump House No. I and Sewani Canal from R.D. 0 
to R.D. 1000 in Village Saharwa, tehsil Hissar, district Hissar. 


It is hereby notified that the land in the locality specified below is likely to be required for the above purpose. 

This notification is made under the provisions of section 4 of the Land Acquisition Act , 1894 , for all to 
thom it may concern . In the exercise of the powers conferred by the aforesaid section, the Governor of Haryana 
hereby authorises the officers for the time being engaged in the under taking with their servants and workmen , to 
enter and survey any land in the locality and do all other acts required or permitted by that section . 

Further in exercise of the powers conferred by the said Act, the Governor of Haryana hereby directs that 
action under clause (b ) of sub-section (2) of section 17 of the said Act shall be taken in this case on the ground of the 
urgency and the provision of section 5 -A of the said Act shall not apply in regard to this acquisition . 


SPECIFICATION 


District 


Tehsil 


Village 


Area in 
acres 


Boundary 


Hissar 


Hissar 


Saharwa 


7.29 A strip of land 1500 feet in length and 

varying in widths comprising of part 
field numbers 189/1 , 2 , 10 , 11 , 
19 , 20 , 21 , 22 , and 188/5 , 6 , 7 , 12 , 

13 , 14 , 15 , 16 , 19 , 20 , 21 , 22 , in village 
7.29 Saharwa lying generally in the direction 

from North - East to South -West as demar 
cated at site and as shown on the Plans. 


Total 


By order of the Governor of Haryana , 


K. S. PATHAK , 


Chief Engineer , Projects , 
Irrigation Works, Haryana , Chandigarh . 


PUBLIC HEALTH BRANCH 


The 10th September , 1971 


N ). 7092.PWill ( I)-71/ 25868. - Consequent upon the promotion of Sarvshri Gurdip Singh and 
S. L. Gulati as Executive Engineers in the Public Works Department, Public Health Branch , the 
Governor of Haryana is pleased to order the proforma promotion as Executive Engineers of the following 
officers of the Public Works Department, Public Health Branch , in the pay scale of Rs. 750-50 
1,000 / 50—1,300 , in public interest, with effect from the dates shown against each : 


Serial No. 


Name 


Date of promotion 


1 


Shri M. L. Arora 


21st June , 1967 


2 


Shri Inderjit Kumar 


11th April , 1969 


G. V. GUPTA , Socy . 


